Parts List 



Foot pedal base (two pieces attached), Quantity: 1 
(Part number 1) 

Length: appx. 2 ft (2/3 m) 

Weight: appx. 8 lbs (4 kg) 




Foot pedal weight, Quantity: 1 (Part number 2) 

Diameter: appx. 4 in (10 cm) 

Weight: appx. 4 lbs (2 kg) 
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Foot pedal steel round rod, Quantity: 2 (Part number 3) 

Length: appx. 2.5 ft (2/3 m) 

Note: Remove tape from round rods 



Mouse and keyboard, Quantity: 1 (Part number 4) 

Note: Comes packed in retail box. Remove and save packaging. 




V block, cradle, and color card mat, Quantity: 1 
(Part number 5) 

Size: appx. 1 ft (30 cm) 
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NUC Computer, Quantity: 1 (Part number 6) 

Size: appx. 5 in x 5 in (12 cm x 12 cm) 




Power adapter for computer, Quantity: 1 (Part number 7) 




Page 7 




Computer monitor and base, Quantity: 1 (Part number 8) 

Note: monitor and base packaged separately 
Monitor size: appx. 21 in (53 cm) 

Base size: 6 in (15 cm) 




Power adapter for monitor, Quantity: 1 (Part number 9) 

Base size: 6 in (15 cm) 
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HDMI cable, Quantity: 1 (Part number 10) 

Base size: 6 in (15 cm) 




TT Bottom frame and attached pulley cable, Quantity: 1 
(Part number 11) 

Size: appx. 25 in x 26 in x 16 in (64 cm x 66 cm x 41 cm) 

Front: as shown 



Back: pulley cable goes on back side 
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TT Top frame, Quantity: 1 (Part number 12) 



Size: 26 in x 15 in x 18 in (66 cm x 38 cm x 46 cm) 
Note: Glass must be assembled (instructions on page 29) 
Orientation: V faces down 
Font as shown 




TT scribe shroud, Quantity: 1 (Part number 13) 



Note: Will be folded. Do not remove or unzip cover 
Length: 30 in (75 cm) unfolded 
Weight: appx. 2 lbs (1 kg) 
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Small tool kit (includes 2 wrenches), Quantity: 2 
(Part number 14) 




Nikon J4 cameras, Quantity: 2 (Part number 15) 

Note: Mounting block is on camera 
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Nikon J4 battery AC adapters, Quantity: 2 (Part number 16) 

Note: 1 for each camera. Plug will vary by country. 




USB camera cables, Quantity: 2 (Part number 17) 

Length: appx. 5 ft (1 .5 m) 

Note: 1 cable for each camera 
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LED lights, Quantity: 2 (Part number 18) 




AC adapters for LED lights, Quantity: 2 (Part number 19) 
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Glass, to be inserted into TT Top frame, Quantity: 2 
(Part number 20) 




Grey color calibration card, Quantity: 2 (Part number 21) 
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Foam (Part number 22) 




Power strip, Quantity: 2 (Part number 23) 

Note: Plug will vary by country. 
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Velcro straps (wire tidiers) (Part number 24) 




USB Stick (Part number 25) 
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Large Image Capture Items 

only included if Large Image Capture System is purchased 



Large image capture mat, Quantity: 1 (Part number 26) 

Size: appx. 28 in x 24 in (73 cm x 63 cm) 




Large image capture arm, Quantity: 1 (Part number 27) 

Length: appx. 36 in (90 cm) 
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LED Lights, Quantity: 2 (Part number 18) 




AC adapters for LED lights, Quantity: 2 (Part number 19) 
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Nikon J4 camera, Quantity: 1 (Part number 15) 




Nikon J4 AC adapter, Quantity: 1 (Part number 16) 
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USB camera cable, Quantity: 1 (Part number 17) 




Bubble levels, Quantity: 2 (Part number 29) 






